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THE DEPUTY DIRECTOR OF CENTRAL INTELLIGENCE 



7 July 1976 


Mr. John F. Blake 
Deputy Director for 
Administration 


Dear Jack: 

Thank you for your warm and supportive note 
concerning my new appointment. I am sure that the 
future will be a good one for all of us in this great 
Agency. Working together, we can make certain that 
this is the case. I look forward to close associations 
in the weeks and months ahead. 

All the best. 

Faithfully yours. 


E. H. Knoche 


STATINTL 
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